i^ear Jan, 11/12/{3B 

You were lucky to have found so fine a place in so :;lxort a tine! Best of luck, 
real hiippinesr, in it. 

To ans\/er your c],uestion, it appears that t e operation was c^uite successful. 

I was back for a checkup two days ago and tills is wliat I was told tlien. I go 
back again in a nonth and on a nunbe" of occasions for the cooing year. I an one of 
50,000 in a study of lens iuplants. This is what they did to ne, as I'll «^t to so 
you'll know. 


_ j. have had no real pain and although there are discomforts, they are not bad 
and A believe are the result of tissue being serudtized during the operation. 

Actually , although the operation was done under a local, I slept throu^^ i^l 
I'n sure they gave ne a relaxant but I'n not at all sure they planned for ne to sleep. 

I cane to as they ven- finisliing and heard the surgeon say tliat it had gone well. 

The loc«a was like what tlie dentist does. 

They did have problens i/ith ny blood, which was too heavily anticoagulated after 
I'd had no medication for 2 l/2 dsjid days. So, althougli tliey liadn't wanted to, they 
gave me an injection to correct that and went ahead. 

I'n not allowed to drive for at least another nonth and maybe longer, ana that 
does make p:x)blems that we've been able to work around, Especia-ly because this past 
week I had to J)ave blood tests every day. -^his coning week only every other day. 

I've been Usin^j n;- left or poorer eye to read, and that slows ne down quite a 
^t because it is lazjr and hasn't really be used for longer than you've been alive. 
C^'t use that eye for typing so it is slower also and sonetiues nore inaccurate. But 
I've been reading ;;ith one poor ejie. .iind an grateful for it. 

Other restrictions are no beniing at all and no lifting. I'n not sure why but 
I asked when I was back a week after I was discharged tend they irtsisted on these 
restrictions, tliat I countinue obeying then. I an, of course. 

. I an not sui*o but I think that from the way they spoice two days ago it will be 
ab4ut two noro nonths before they prescribe now glasses. Vihen I go back next nonth 
they are taking some Idnd of stitch in the eye and tliat is supposed to im prove the v 
vision. *t is a grear place and I'n sure it will bo explained, as everything to now was. 

iho Wilner Institute is world fanbus for its pione>'.-xing in eye surgery and tliat 
is where the operation wqs done but I oBqsz was not a patient in it. I w;is under 
hemotology, ^ho blood, .hero they studied ift and wore able to control wluit had to bo 
controlled, ine people there, too. 

With all that is going on that I'd like to be able to follow better I'*i not happy 
that it will take at leat ti/o/fciore nonths before now glasses are iirescribed and then 
a couple norsj weeks until they are ready. I'n not uakqiBayzxzx unhapiiy, thoui^, because 
it xaeans the future will bo better. 


I've been able to see nost of the Anderson crap, wliich I hxilped with^ knowing 
that it would not b<j good.A number of reporters; have taken swae tine and will again 
beginning tononxjw. I've helped with a couple of otlier shows froia which I ex^aect 
no good, 'ilhat ABC had on Ruby toni^t wasn’t bad but I think nost of what is to 
cone may be. The one thing that i know is good is a docunentaiy I hel]»d a Univ. Hd. 
^duate student with, it won a big docunentaiy pi.'iae, the Iilaglce award by GIBE, and 
xt will bo shown around the world for the coming year as represntive the US in ebape- 
titions. A 6: E cable bought it and is airing it 1l/l'j and 11/20, 7 and 11 y.n. EStI 
I tiiink lie'll p;'o>xibl:'- be selling casottes. Thanlcs and best to you both. 


